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Message Text 

UNCLASSIFIED 

PAGE 01 PALERM 00025 I6I653Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 DOE- 11 SOE-02 EB-08 TRSE-00 ACDA-12 
CIAE-00 INR-07 10-14 L-03 NSAE-00 NSC-05 NRC-07 
OES-07 DODE-00 SS-15 SP-02 /106W 

023030 161703Z/43 

R 111530Z JAN 78 
FM AMCONSUL PALERMO 
TO SECSTATE WASHDC 2334 
USDOC WASHDC 
INFO AMEMBASSY ROME 
AMCONSUL FLORENCE 
AMCONSUL GENOA 
AMCONSUL MILAN 
AMCONSUL NAPLES 
AMCONSUL TURIN 
AMCONSUL TRIESTE 
AMEMBASSY BRUSSELS 

UNCLAS PALERMO 0025 

STATE PASS DEPT OF ENERGY 
BRUSSELS FOR USEEC 

E.O. 11652: NA 

TAGS: BEXP, TECH, ENRG, IT 

SUBJECT: SICILY CHOSEN AS SITE OF EC SOLAR POWER PLANT 

REP: 1977 ROME 19089# 1977 PALERMO A-8 AND 8200 


1. LOCAL PRESS REPORTS THAT SICILIAN REGIONAL ASSESSOR FOR 
INDUSTRY AND COMMERCE VENTIMIGLIA AND NATIONAL SCIENCE MINISTER 
PEDINI RECENTLY SIGNED AGREEMENT TO LOCATE THE FIRST EUROPEAN 
COMMUNITY SOLAR POWER PLANT IN SICILY. 

2. ACCORDING TO THIS AGREEMENT, THE SICILIAN REGIONAL GOVERNMENT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 PALERM 00025 161653Z 

WILL PROVIDE THE LAND REQUIRED (CA. 60 ACRES) AND FINANCE INFRA- 
STRUCTURE NECESSARY POR THE CONSTRUCTION OP THE PLANT. COLLINS 


UNCLASSIFIED 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, SOLAR POWER, ELECTRIC POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 1 1 jan 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978PALERM00025 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780023-0323 

Format: TEL 
From: PALERMO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 74/aaaackcn.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 343d8be4-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 08 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3790593 
Secure: OPEN 
Status: NATIVE 

Subject: SICILY CHOSEN AS SITE OF EC SOLAR POWER PLANT 
TAGS: BEXP, TECH, ENRG, IT 
To: STATE COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/343d8be4-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassifled/Released US Department of State EO Systematic Review 20 Mar 2014 



